November 5, 2019 -- Cambridge, MA 
City Council Election 
Cambridge, Massachusetts 
Preliminary Results (Election Night) 

Start 12345678910H121314 Final 
« Previous Count 

COUNT 15 -- Kelley, Craig A. has been DEFEATED -- transferring all votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Siddiqui, Sumbul 

0 

2044 

ELECTED - 1st count 

Simmons, E. Denise 

0 

2044 

ELECTED - 7th count 

Nolan, Patricia M. 

0 

2044 

ELECTED -12th count 

Mallon, Alanna M. 

0 

2044 

ELECTED - 14th count 

Sobrinho-Wheeler, Jivan 

0 

2044 

ELECTED - 14th count 

McGovern, Marc C. 

0 

2044 

ELECTED - 14th count 

Zondervan, Quinton Y. 

0 

2044 

ELECTED - 14th count 

Carlone, Dennis J. 

+205 

2044 

ELECTED - 15th count 

Toomey, Jr., Timothy J. 

+126 

2044 

ELECTED — 15th count 

Kelley, Craig A. 

-1800 

0 

DEFEATED - 14th count 

Azeem, Burhan 

0 

0 

DEFEATED-13th count 

Williams, Nicola A. 

0 

0 

DEFEATED - 12th count 

Musgrave, Adriane 

0 

0 

DEFEATED - 11th count 

Pitkin, John 

0 

0 

DEFEATED - 10th count 

Kopon, Derek Andrew 

0 

0 

DEFEATED - 9th count 

Akiba, Sukia 

0 

0 

DEFEATED - 8th count 

Franklin, Charles J. 

0 

0 

DEFEATED - 7th count 

Simon, Ben 

0 

0 

DEFEATED - 6th count 

Mednick, Risa 

0 

0 

DEFEATED - 5th count 

Levy, llan 

0 

0 

DEFEATED - 4th count 

McNary, Jeffery 

0 

0 

DEFEATED - 3rd count 

Moree, Gregg J. 

0 

0 

DEFEATED - 2nd count 

Write-In 1 

0 

0 

DEFEATED - 2nd count 

Write-In 2 

0 

0 

DEFEATED - 2nd count 

Write-In 3 

0 

0 

DEFEATED - 2nd count 

Write-In 4 

0 

0 

DEFEATED - 2nd count 

Write-In 5 

0 

0 

DEFEATED - 2nd count 

Write-In 6 

0 

0 

DEFEATED - 2nd count 

Write-In 7 

0 

0 

DEFEATED - 2nd count 

Write-In 8 

0 

0 

DEFEATED - 2nd count 

Write-In 9 

0 

0 

DEFEATED - 2nd count 

EXHAUSTED PILE: 

+1469 

2037 


TOTALS: 

0 

20433 
















































November 5, 2019 -- Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Election Night) 

Start 122 4 5 6 Z8 Final 
« Previous Count 

COUNT 9 -- Weinstein, David J. has been DEFEATED -- transferring all votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2684 

ELECTED - 1st count 

Dexter, Emily 

0 

2684 

ELECTED - 1st count 

Fantini, Alfred B. 

0 

2684 

ELECTED - 2nd count 

Wilson, Ayesha 

0 

2684 

ELECTED - 5th count 

Weinstein, Rachel B. 

0 

2684 

ELECTED - 7th count 

Rojas Villarreal, Jose. 

+572 

2607 

ELECTED - 9th count 

Weinstein, David J. 

-1644 

0 

DEFEATED - 8th count 

Dawson, Bernette J. 

0 

0 

DEFEATED - 7th count 

Lim, Christopher 

0 

0 

DEFEATED - 6th count 

Allen, Ruth Ryan 

0 

0 

DEFEATED - 5th count 

Kadete, Elechi M. 

0 

0 

DEFEATED - 4th count 

Write-In 01 

0 

0 

DEFEATED - 3rd count 

Write-In 02 

0 

0 

DEFEATED - 3rd count 

Write-In 03 

0 

0 

DEFEATED - 3rd count 

Write-In 04 

0 

0 

DEFEATED - 3rd count 

Write-In 05 

0 

0 

DEFEATED - 3rd count 

Write-In 06 

0 

0 

DEFEATED - 3rd count 

EXHAUSTED PILE: 

+1072 

2755 


TOTALS: 

0 

18782 


Rojas Villarreal, Jose Luis has been ELECTED, by the process of elimination. 
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